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SPECIFICATIONS / f±1i 

•SOUND GENERATOR / •DISPLAY / x-f 7° U < 

Number of parts / / ' - 40X2 Character LCD (with backlight yellow/Hfe/ s' y ^ 7 -f 1 ) 

: 15parts+l Rhythm Set •MIDI 

Maximum Polyphony/ ft IN, OUT, THRU 

: 64 Voices •CARD SLOTS / * - K 7 P y h 

•EFFECTS / 1 7 I 7 h PCM, DATA 

Insert Effect/ -f X"*/— l'JC.7x7 h Wave EXP X 4 

: 40 Types •OUTPUT / 

Reverb/ 0 / < - 7' Phones (IMP 200) 

Chorus/3-7 7 MIX OUT(L/R) (IMP 1.1k) 

•MEMORY CAPACITY / T i; 0UTPUT1(L/R) (IMP 1.1k) 

Wave ROM OUTPUT2(L/R) (IMP 1.1k) 

: SMbytes (448 Waveforms) •POWER CONSUMPTION / 



Expansion Board/ 7 X / ^ > 


/ 3 X df — K 




13W/100V, 14W/117V 




: 32Mbytes (4X8Mbytes) 






16W/230V, 16W/240V 




Internal 






•DIMENSIONS/^1-)f^^;± 




: System Setup 


1 




482(W) X281(D) X88(H)mm (19inchXll-l/16inchX3-l/2inch) 


GM Performance Setup 


1 




ELA-2U rack mount type/EIA-2U 7 y 7 v 7 X 1 4 7° 


Performance/ i- — vXX 






•weight / S* 




: Preset A 


32 




5kg (lllbs loz) 




Preset B 


32 




•ACCESORIES / 




User 


32 




AC Cord (Detachable/#^^^) X 1 




Patch/'' ' y ^ 






: lOOV :DC-382-J01 VFE2P 


(No. 13499219) 


: Preset A 


128 




117V :UC-909-J06 SJT3P18AWG60 


(No. 13499109) 


Preset B 


128 




230V : EC-51 1-E07H03WH2-E 


(No. 13499221) 


Preset C 


128 




240VA :SC-078-J02 ES206-75HMA 


(No. 13499222) 


Preset D (GM) 


128 




240VE ;PHE8-Z-VCTFK-BS-CHE22 


(No. 13499223) 


User 


128 




Owner's Manual SetX 1 




Rhythm Set/ U X' A -t y 1 






: Japanese 


(No.70451145) 


: Preset A 


2 




English 


(No.70451312) 


Preset B 


2 




•OPTIONS / d-7‘-> 3 > 




Preset C 


2 




Sound Library 




Preset D(GM) 


2 




: SO-PCMl series 




User 


2 




PN-JV80 series 




Card/ /r — K 






Expansion Board 




: Performance 


32(M-512E) 


16(M-256E) 


: SR-JV80 series 




Patch 


128(M-512E) 


64(M-256E) 


DATA Card (M-256E/M-512E) 




Rhythm Set 


2(M-512E) 


KM-256E) 


MIDI/SYNC Cable (MSC-07/15/25/50/100) 



Monitor AMP. GVIA-12) 



LOCATION OF CONTROLS / /N’t-'LSeMUl 



[Front Panel] 



O 



o 



Knob 

(S R-konb L BLK) 

(22480321) 

Volume 

RK0971214 

(00452634) 



Display Cover 

(00452934) 

LCD 

(00452978) 



Keytop 



FS-KEYTOPSX1H BLK 
(22495206) 



RolanT super _IV SYt^SiteizER MOCIUI-E _IV-iaSD 4x EXPANSION 




Jack (stereo ^ 6.5) 

HLJ7000-01-3010 

(13449172) 



Keytop F S-KEYTOP SD1H BLK 
(22495205) 

LED (red) SLR-305VC-A47 
(15039247) 



Knob 

(M R-knob MF BLK) 
(22485188) 

Encoder RK 0971 OW 
(13289196) 



Keytop 

F S-KEYTOP SD1 H BLK 
(22495205) 

LED (red) 
SLR-305VC-A47 
(15039247) 



Card Escutcheon — 



Rack LED Gide 

FL-ESCTMD-1HBLK 

(22135613) 

LED (green) 
SLB-15MW 3F 
(15029266) 




Keytop 
F S-KEYTOP 
SX3H BLK 
(22495207) 



Card Connector Rack Power Button 

7508095A F S-BUTTON MX BLK 

(13429233) (22495565) 

Rack Button Guide 



Front Panel 
(00452990) 



Keytop 
SE-50 RACK 
KEYTOP 249-244 
(22490244) 



Card Connector 
JC-20-C40 PC-LT2-A1 H 
(13429345) 



F B-ESCT MX1H BLK 
(22135612) 

Aac SW 
SDDLB1 TV-5 
(13129160) 



[Rear Panel] 



l\ © © ® /I 


© ^ 

ATTENTION 

AC 

© ^ 

©© ® 

JV-1 080 


RISK OF ELECTRIC SHOCK 
DO NOT OPEN 


1 A WARNING: this device complies with part is of the 

FCC ROLES, operation IS subject to THE 
TO REDUCE THE RISK FOLLOWING TWO CONDI'HONS: (U THIS DEVICE 

OF FIRE on ELECTRIC MAV NOT CAUSE HARMFUL INTERFERENCE. AND 

1 SHOCK. OO NOT EXPOSE (2) THIS DEVICE MUST ACCEPT ANY INTERFERENCE 

THIS APPLIANCE TO RECEIVED. INCLUOMG INTERFERENCE THAT MAY 

SUE NE PAS OUVRIR RAIN OR MOISTURE. CAUSE UNOESIRED OPERATION. 

^ 1 1.. MIO^,,. OUTPUTS OUTPUT MIX 

R ^ 

— - - = : 1 



AC Inlet 


Bottom chassis 


MIDI Connector 


Jack (mono (j> 6.5) 


Top Cover 


AINL-8 (23425740) 100V 
SPWI1818 (00125023) 117V 
A INL-9 (23425743) 230V/240V 
AC Plate (exept 117V) 

JD-990 AC PLATE 
(00125512) 


(00452923) 


YKF51-5046 

(13429273) 


HLJ-7101-01-3010 

(13449283) 


(00452845) 



[^Roland 



17059762 



Printed in Japan AFOO (DP) 1 



Copyright© 1994 by ROLAND CORPORATION 
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EXPLODED VIEW / 



-No.- -PART NAME- -PART NUMBER - 

® TOP COVER : 00452845 

(D EXPCOVER ••••••••••: 00452834 

(D RACK ANGLE 2U : 22125586 

® PWB EXP BASE ASSY (PWB 00456289) : 70451245 

(D PWB DATA CARD ASSY (PWB 00456389) : 70453623 

(D PWB PCM CARD ASSY (PWB 00456378) — : 70453634 

® CARDHOLDER : 22205784 

d) Card Escutcheon (F C-ESCT MXIH BLIQ : 22225374 

(9) CHp(CS-4) ••••• •: 40017356 

® PWB PHONES ASSY (PWB 00456390) • : 70453645 

® PHONES HOLDER : 22205856 

@ KNOB (S R-KNOB L BLK) • • • : 22480321 

® PWB MAIN ASSY (PWB 00453001) - : 70451212 

® PWB PANEL&ENC ASSY 

(PWB 00452612 PANEL, 00456401 ENCODER) : 70451189 

® FRONT HOLDER ; 00452945 

® DMC2079 NBU-LY-B4 (LCD Unit) : 00452978 

® KNOB (M R-KNOB ME BLK) ; 22485188 

® FRONT PANEL : 00452990 

® DISPLAY COVER : 00452934 

® KEYTOP (F SKEYTOP SDIH BLK (w/Window)) : 22495205 

@ KEYTOP (SE-50 RACK KEYTOP 249-244) : 22490244 

@ KEYTOP (F S-KEYTOP SXIH BLK) - : 22495206 

@ KEYTOP (F S-KEYTOP SX3H BLK) : 22495207 

® LED (green) SLB-15MW3F : 15029266 

@ Rack LED Guide (F LESCT MDIH BLK) : 22135613 

(S) Rack Button Guide (F B-ESCT MXIH BLK) • • ■ • : 22135612 

@ BOTTOM CHASSIS : 00452923 

@ PWB JACK ASSY (PWB 00565756) : 70454345 

® PWB PS&JP ASSY (PWB 00452356 PS, 00456347 JUMPER) 

lOOV : 70451256 

117V ;- : 70451334 

230v7240V : 70451378 

® AC Plate : 00125512 

® Arm (214-229) : 22140229 

® Sleeve (215-410) : 22150410 

® RACK POWER BUTTON (F S-BUTTON MX BLK) : 22495565 

@) Power Transformer UNIVERSAL : 22455512U0 

® Clip (CS7) ; 40017378 

® JD-990 WIRING • • • • : 00125045 

® Double Locking Spacer (WLS-14-094V0) : 12189810 

(i) FERRITE CORE (TR-20-10-10-M) : 00568434 

® Foot (SJ-5012 BLK) : 12359137 

SCREWS 

@ 3X8mm Binding B-tight BC : 40011101 

® 4 X 10mm Binding S-tight BC : 40231223 

© 3X8mm Binding B-tight CM : 40011067 

@ 3X8mm Flat B-tight BC : 40011156 

@ 3X8mm W-sems CM : 40013067 

® 4 X8mm Binding B-tight BC : 40011123 

(D M4 Nut with Spring Washer BC"""- : 40011745 

® M4 External Tooth Washer CM : 40011889 

® 4X8mm Binding Screw BC : 40010334 

® M7 Internal Tooth Washer CM : 40012712 

® Jack Snap : 12199556 

® DM-80-4 Boss Nut B : 22153198 




* 






2 
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PARTS LIST / 7. h 



SAFETY PRECAUTION: 

The parts marked A have 
safety-related characteristics. 
Use only listed parts for 
replacement. 

-fo 

UTT$ tU 



CONSIDERATIONS ON PARTS ORDERING 

When ordering any parts listed in the parts list, please specify the following items in the order sheet. 

QTY PART NUMBER DESCRIPTION MODEL NUMBER 
Ex. 10 22575241 Sharp key C-20/50 

15 2247017300 Knob (orange) DAC-15D 

Failure to completely fill the above items with correct number and description will result in delayed or even 
undelivered replacement. 

/ I- T 5 ' 

MAi. 'i:'-fTieW4tSSiiiEiifUKALTT^l'o (f5iJ31-(±P^ <) 

‘mm 

P 10 22575241 Sharp key C-20/50 

15 2247017300 Knob (orange) DAC-15D 



MB ===> MAIN BOARD 


EXB 


===> EXPANSION BASE BOARD 


PB ===> PANEL BOARD 


PSB 


===> PS & JP BOARD 


EB ===> ENCORDER BOARD 


PCB 


===> PCM CARD BOARD 


PHB ===> PHONES BOARD 


DCB 


===> DATA CARD BOARD 


JB ===> JACK BOARD 







The parts marked # are new (initial parts). 

^ r ( > 5 y ytmm^ 'f- A Tto 



CAS I NG/>^- 

00452845 

00452834 

22125586 

00452990 

00452934 

12359137 



TOP COVER 

EXP COVER 

D-550 RACK ANGLE 2U 

FRONT PANEL 

DISPLAY COVER 

FOOTSJ-5012BLK 



C H A S S I S/v V 
00452923 
00452945 
22205856 
22205784 



BOTTOM CHASSIS 
FRONT HOLDER 
JD-990 PHONES HOLDER 
JV-880 CARD HOLDER 



KNOB, B U T TON/'W$, 



22495565 

22495205 

22495206 

22495207 

22490244 

22485188 

22480321 



FS-BUTTONMXBLK 
F S-KEYTOP SDIH BLK 
FS-KEYTOP SXIH BLK 
F S-KEYTOP SX3H BLK 
SE-50 RACK KEYTOP 249-244 
M R-KNOB MF BLK 
S R-KNOB L BLK 



POWER 

w/WINDOW 



ENCODER KNOB 
VOLUME KNOB 



SW/AT "jT- 
A 13129160 
13169752 



SDDLB-1 TV-5 
EVQ 213 05R 



AC Switch 
Tact Switch 



SW401 on PSB 
SWl-33 on PB 



JACK, S OC K E T/y> y f?. h 



13449172 

13449283 

13429273 

13429553 

13429565 



HLJ7000-01-3010 

HLJ7101-01-3010 

YKF51-5046 

100-032-000 

100-042-001 



6.5mm <f> stereo 
6.5mm (f> mono 
MIDIX3 
IC Socket 
IC Socket 



JKl on PHB 
JK2-7 on JB 
JKl on JB 
IC16,19 on MB 
IC20 on MB 



DISPLAY UNI "J V 

00452978 DMC2079 NBU-LY-B-4 



LCD Unit 



PWB MAIN ASSY 
PWB EXP BASE ASSY 
PWB PS&JP ASSY lOOV 
PWB PS&JP ASSY 117V 
PWB PS&JP ASSY 230V/240V 
PWB PANEL&ENC ASSY 
PWB PHONES ASSY 
PWB JACK ASSY 
PWB DATA CARD ASSY 
PWB PCM CARD ASSY 



(PWB 00453001) # 

(PWB 00456289) # 

(PWB 00452356 PS, 00456347 JUMPER) # 

(PWB 00452356 PS, 00456347 JUMPER) # 

(PWB 00452356 PS, 00456347 JUMPER) # 

(PWB 00452612 PANEL,00456401 ENCODER) # 
(PWB 00456390) # 

(PWB 00565756) # 

(PWB 00456389) # 

(PWB 00456378) # 



JV-1080 



NOTE1 : Replacement MAIN ASSY does not include the Lithium Battery. 

Because lithium battery does not use for the back-up olfactory presets. Order the proper lithium battery separately if necessary. 

00238990 Lithium Battery CR2032 210MAH/3V 
NOTE2 : Replacement PANEL&ENC ASSY consists of the following PCBs. 

PANEL BOARD/ENCODER BOARD 
NOTES : Replacement PS&JP ASSY consists of the following PCBs. 

PS BOARD/JUMPER BOARD 

NOTE4 : There are 3 versions of PS&JP ASSY. (100V,117V and 230V/240V) Difference is only AC inlet. (See TABLE-A) 

: MAIN ASSY $ :H'r P -S y MAINASSY^T- 

00238990 Lithium Battery CR2032 210MAH/3V 
>±E2 : PANEL&ENC ASSY (i, o 

PANEL BOARD/ENCODER BOARD 
>±Bs : PS&JP ASSY [i, 

PS BOARD/JUMPER BOARD 

yisA : PS SHEET ASSY CD lOOVfTJi, 117Vf±Ji, 230V/240Vf±JicD)Il Ui, A C 4 > U y F/iltTto (TABLE-A #Hf0 



TABLE-A AC inlet on PS&JP ASSY 



Version 

lOOV 

117V 


AC INLET 

INL-810A/125V2PP0 
PWI1818 10A/250V3P 


Number 

23425740 

00125023 


230V/240V 


INL-9 2.5A/250V 2P 


23425743 



00677323 


HD6437034C12F 


CPU (MASK) 


IC15 on MB # 


or 


HD6477034F20 


CPU (ZTAT) 


IC15 on MB # 


15239239 


MBCS30109B 


XP CHIP 


IC22 on MB 


00343823 


M60205-0601FP 


GATE ARRAY 


ICl on MB 


15235149 


HG62E11B24FS 


GATE ARRAY 


IC25 on MB 


00459923 


UPD23C16000JGX-391 


WAVE ROM A 


IC29 on MB # 


00459934 


UPD23C16000JGX-392 


WAVE ROM B 


IC28 on MB # 


00459945 


UPD23C16000JGX-393 


WAVE ROM C 


IC27 on MB # 


00459956 


UPD23C16000JGX-394 


WAVE ROM D 


IC26 on MB # 


00678167 


LH53880S 


8M MASK ROM 


IC20 on MB # 


*1 


TMS27C040-10JL 


4M EPROM (Programmed) 


IC16on MB# 


*1 


TMS27C040-10JL 


4M EPROM (Programmed) 


IC19 on MB # 


15209483 


TMS27C040-10JL 


4M EPROM (Blank) 


IC16, 19 on MB # 


00670612 


HM62864LF-7SLZ 


SRAM 


IC17 on MB # 


00341890 


M5M44256BJ-7 


DRAM 


IC23,24 on MB 


15279550 


TC511664BJ-10EL 


DRAM 


IC18 on MB 


15169539 


TC74HC139P 




IC50L502 on EXPB 


15259740TO 


TC74HC139AF-TP2 




IC30 on MB 


15259778T0 


TC74HC245F-T2 




IC31-33 on MB 


15259823T0 


TC74HC574F-T2 




ICl on PB 


15269201H0 


HD74LS04FPEL 




IC34 on MB 


15259885 


TC7S32FTE85L 




IC9 on MB 


15249111 


TC7WU04FTE12L 




IC21 on MB 


15289714 


UPD63200GS-E2 


D/A Converter 


IC2,3,10 on MB 


15289116 


NJM2082M-TE3 


J-FETOPAMP 


IC8 on MB 


15189261 


M5218AFP-600E 


OPAMP 


ICl on PHB 


15289105 


UPC4570G-T2 


OPAMP 


IC4-7,12,13 on MB 








IC2 on PHB 


^ 15199252 


PQ05RR1 


+5V Regulator 


IC401 on PSB 


A 15199221 


AN78M12F 


-I-12V Regulator 


IC402 on PSB 


A 00236067 


AN79M12F 


-12V Regulator 


IC403 on PSB 


15199286 


AN78L05M-E1 


-h 5V Regulator 


ICll on MB 


15289125 


PC-410T178 


Photo Coupler 


IC14 on MB 


NOTE1 


: The parts marked ‘‘*1" are not supplied. 








If you need to replace them, please order 8M MASKROM or replace whole MB. 






: “*1" CDh:f]*'4to4cgllphiii-V-L"Xy>°--yi; 






3 C CD g|lo°a ^ Xjt -t 5 7)C n\ ^ li , 


8MV X y^ROM^ riT.yUK y 4 vdf 




TRANS I STOR/h7>vX^r- 






00120734 


DTA124TKT-146 




Q3 on MB 


15329502 


DTC124EKT-146 




Q2 on MB 


15329509 


DTC143EKT-146 




Ql,2,3 on PB 


15309101 


2SA1037KRT-146 




Q5 on MB 


15119144 


2SA1048GR-TPE4 




Q403 on PSB 


15129179 


2SC2458GR-TPE4 




Q401,402 on PSB 


15319101 


2SC2412KRT-146 




Ql,4 on MB 


15319105 


2SC3326ATE85L 




Ql,2 onPHB,Ql-6 onJB 



3 
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D I OD K WIRING^CABL E/7-f -VU &--7JI' 



^ 15039176 


D3SBA20 


Bridge Diode 


D401 on PSB 


00452656 


WIRING W-1 


3P 


JB-PHB 


# 


15039177 


S1NB20 


Bridge Diode 


D403 on PSB 


00452667 


WIRING W-2 


12P 


MB-JB 


# 


15019451 


RD15EB3-TB 


Zenner Diode 


D406 on PSB 


00456190 


WIRING W-3 


9P 


MB-PHB 


# 


15339109 


DAP202KT-146 




D4, 5, 8, 10, 13, 15, 18, 19, 20, 21, 22, 25, 30, 31, 35, 38 on PB 


00456134 


WIRING W-4 


2P 


PB-LED (MIDI Message) # 


15339112 


DA119T-146 




Dl,2,3 on MB 


00456156 


WIRING W-5 


lOP 


MB-PB 


# 










00456167 


WIRING W-6 


IIP 


MB-PB 


# 


L E D t - K 








00452912 


WIRING W-7 


15P 


MB-LCD 


# 


15039247 


SLR-305VC A47 




Dl,2,3,6,7,9,ll,12,14,16,17,23,24,26,27,28,29,32, 


00456178 


WIRING W-8 


4P 


MB-EB 


# 








33,34,36,37,39,40 on PB 


00456256 


WIRING W-9 


8P 


MB-PSB 


# 


15029266 


SLB-15MW3F 




MIDI MESSAGE 


00452401 


WIRING W-10 


6P 


MB-PSB 


# 










00456267 


WIRING W-11 


lOP 


Transformer-PSB 


# 


R E S 1 S TOR/JSJji 






00452389 


WIRING W-12 


2P 


Transformer-PSB 


# 


13749135D0 


R50XJ 471 


Carbon 1/2W 


R403 on PSB 


00456201 


21X60-A6.0BBR-P1.25-HBL10 


21P 


FPC MB-EXB 


# 


15399926 


MCR50-101J 


Chip Resistor 


R2,5,7,10 on PHB 


00456212 


25 X 60-A6.0BBR-P1.25-HBL10 


25P 


FPC MB-EXB 


# 










00456245 


34X110-A6.0BB-P1.25-HBL10 


34P 


FPC MB-DCB 


# 


RESISTOR A R R A Y/SJji7L/- 






00456234 


35X200-A6.0BBR-P1.25-HBL10 


35P 


FPC EXPB-PCB 


# 


00342990 


EXB-A10E223J 


Octal 22k 


RA3,11,12 on MB 


00125045 


JD-990 WIRING 


(117V only) 


AC inlet-Chassis 




15399917 


MNR34J5A103E 


Quad 10k 


RAM on MB 












15399932 


MNR34J5A101 


Quad 100 


RAl,2,4-8 on MB 


TRANSF0RMER/b7'>7 
















A 22455512U0 


Power Transformer 


UNIVERSAL 






POTENT 1 OMETER U a.- A 
















00452634 


RK0971214 


Rotary Pot. 


Rll on PHB # 


AC 1 N L E TAA C 


T > G 'y h 
















A 23425740 


INL-8 10A/125V 2P PO 


lOOV 






CAPAC 1 TOR/=l>x>-9- 






A 00125023 


PWI1818 10A/250V 3P 


117V 






^ 13529104 


DE7150F472MVA1-KC 


Ceramic 


C401 on PSB 


A 23425743 


INL-9 2.5A/250V 2P 


230V/240V 






13549341 


ECQ-B1H101KF3 


Polyester 


C30,31,34, 35,57,59 on MB 












13549258M0 


ECQ-B1H182JF3 


Polyester 


C24,26,27,29,54,55 on MB 


BATTER Y/ffl>ti2 










13549276M0 


ECQ-B1H563JF3 


Polyester 


C25,28,32,33,56,58 on MB 


00238990 


CR2032 210MAH/3V 


Lithium Battery 


BTl on MB 




13639156S0 


16MV3300HW 


Chemical 


C404 on PSB 












13649706S0 


25MV1000HW+T 


Chemical 


C41 1,412 on PSB 


SCR EW/t'Vli 


















40011067 


3X8mm Binding B-tight CM 








1 NDUCTOR, CO 


1 L, F 1 L T E 






40011101 


3X8mm Binding B-tight BC 








A 12449229 


FK0B160MH15 


Line Filter 


UOl on PSB 


40011123 


4X8mm Binding B-tight BC 








12449380 


EXC-ELDR25V 


Ferrite Beads 


L15 on JB 


40011156 


3X8mm Flat B-tight BC 








12449358 


FL5R200N PNT 


Coil 


LI on PHB 


40231223 


4X 10mm Binding S-tight BC 








13529188 


ELKTTIOIGA 


EMI Filter 


FL1,2 on PHB,FLllonMB 


40013067 


3X8mm W-Sems CM 


Small Washer 














22153198 


DM-80-4 BOSS NUTB 








C R Y S T A 






40011745 


M4 NUT with spring washer CM 








15299132 


MA506 


20.000MHz 


XI on MB 


40012712 


Internal tooth washer M7 CM 








15299141 


MA506 


24.576MHz 


X2 on MB 


12199556 


JACK SNAP MET41-0105 
















40010334 


4X8mm Binding Screw BC 


(117V only) 






ENCODE R/I>=l 








40011889 


External tooth washer M4 CM 


(117V only) 






13289196 


RK09710W 


Encoder 


U1 on EB 




















PACKING CAS 










CONN ECl ^ 






22645351 


M-12E PAD 








13429233 


7508095A 


34P Card 


CN521 on DCB 


00452989 


PACKING CASE 








13429345 


JC20-C40PC-LT2-A1H 


40P IC Card 


CN511on PCB 












00453490 


52045-3410 


34P FPC 


CN9 on MB,CN520 on DCB # 


Ml SCELLANEOU S/f COftij 








00455923 


52044-3510 


35P FPC (ANGLE) 


CN507 on EXB,CN510 on PCB # 


22140229 


D-1 10 ARM 214-229 








00453478 


IL-FPC-21ST-N 


21P FPC 


CNll on MB # 


22150410 


D-110 SLEEVE 215-410 








00453467 


IL-FPC-25ST-N 


25P FPC 


CNIO on MB # 


22225374 


FC-ESCTMXIH BLK 


Card Escutcheon 






00455901 


IL-FPC-21SL-N 


21P FPC (ANGLE) 


CN505 on EXB # 


22135612 


FB-ESCTMXIH BLK 


Rack Button Guide 






00455912 


IL-FPC-25SL-N 


25P FPC (ANGLE) 


CN506 on EXB # 


22135613 


FL-ESCTMDIH BLK 


Rack LED Guide 






13429833 


52411-0402 


40P Header 


CN501-504 on EXB 


12189810 


WLS-14-094V0 


Double Locking Spacer 






13429292 


51048-0300 


3P Cable Holder 


CN2 on PHB 


00125512 


JD-990 AC PLATE 


100V/230V/240V 






13429293 


51048-0400 


4P Cable Holder 


CN 1 on EB 


22465232 


JD-990 HEATSINK 








13429295 


51048-0600 


6P Cable Holder 


CN405 on PSB 


00238956 


CR2032BH 


Battery Holder BTl on MB 






13429297 


51048-0800 


8P Cable Holder 


CN404 on PSB 


12199584 


M1698 


Grounding Terminal 






13429298 


51048-0900 


9P Cable Holder 


CNl on PHB 


40017356 


CS-4 


Clip 






13429299 


51048-1000 


lOP Cable Holder 


CN2 on PB,CN401,407 on PSB 


40017378 


CS7 


Clip 






13429300 


51048-1100 


IIP Cable Holder 


CN 1 on PB 


00568434 


TR-20-10-10-M 


Ferrite Core 






13429301 


51048-1200 


12P Cable Holder 


CNlonJB 












13369598 


52147-0310 


3P Wire Trap 


CN2 onJB 


ACCESSOR 1 ES 


(Standard) 








13369599 


52147-0410 


4P Wire Trap 


CN4 on MB 


A 13499219 


DC-382-J01 VFF2P 


AC Cord Set lOOV Detachable/#Ha^ 






13369601 


52147-0610 


6P Wire Trap 


CN5 on MB 


A 13499109 


UC-909-J06 SJT3P18AWG60 


AC Cord Set 117V Detachable/#HM^ 






13369603 


52147-0810 


8P Wire Trap 


CN8 on MB 


A 13499221 


EC-511-E07 H03WH2-F 


AC Cord Set 230V Detachable/#M^ 






13369604 


52147-0910 


9P Wire Trap 


CN6 on MB 


A 13499223 


PHE8-Z-VCTFK-BS-CHE22 


AC Cord Set 240E Detachable/#flS,^ 






13369605 


52147-1010 


lOP Wire Trap 


CN2 on MB 


A 13499222 


SC-078-J02 ES206-75HMA 


AC Cord Set 240A Detachable/#!)!^ 






13369606 


52147-1110 


IIP Wire Trap 


CN3 on MB 


70451145 


Owner's Manual Set Gapanese) 


# 






13369607 


52147-1210 


12P Wire Trap 


CN7 on MB 


70451312 


Owner's Manual Set (English) 


# 






13369937 


53253-1510 


15P Wafer 


CNl on MB 
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TEST MODE 

©Required Items 

• PCM Card 

• 2 Data Cards (Refer to Card Test) 

• 4 EXP Boards (SR-JV8(W)1— 04) 

• MIDI Checker 

©To enter the Test mode 

(1) Turn the power on. 

(2) Press the [SHIFT] + [ENTER] buttons to enter the ROM PLAY mode. 

(3) Press the [VALUE] knob while holding down the [ t ]+[ i ] buttons. 

(4) Test mode program runs automatically. 

Then, the initial display as shown in [fig.l] appears on LCD. 

The program version number is displayed on the upper right of the 
screen. 



h ^ — K 

• PCM - K 

• DATA;</ -K2t5j (DM^M) 

• EXP .-h'- F 4 (SR-JV804)1— 04) 

• MIDI^x yij- 

( 1 ) 

(2) [SHIFT] t [EhTIER] >^#LTROMPLAY^- Fl-A^o 

(3) [ t ] d-:^ [ i ] d?3f L**5^[VALUE] 

(4) -eiD|)]«0iiiB[fig.l];6SLCD{r^^ 
Sffifi_hc:v°Dy7 Acoy^*- V 3 



JU-1080 TEST MODE CPU 1.00 ROM 1.00 
Completed. [fig.1] 



©Test Item ©x A h ^ @ 

The following 6 tests are available for JV-1080. JV-1080 K iililT (D 6^(Dt h 

Refer to the each Test item for for details. A h A h jR @ ^#0^ L TT ^ t 'o 



1 : Memory Test 
2 : LCD&Encoder Test 
3:SW&LEDTest 
4 ; Card Test 
5: MIDI Test 
6 : Sound Test 



1:A^ U - xA h 
2: LCD • x-ya-^-TT. h 
3:AT vf- • LEDxA h 
4:;^;- Fx A h 
5:MIDIxA h 
6 :-^'^y FxA h 



©To exit the Test mode 

(1) Press the [8/16] button when display shows [fig.l]. Then press the 
[VALUE] knob. 

(2) The operation exits the Test mode and automatically loads “Factory 
Data.” 

©To exit the Test item. 

(1) You cannot exit the Test item unless the display shows or 

“OK” after having performed each Test item. 

(2) You can exit the Test item by pressing the [PREVIEW] button while 
holding down the [ t ]+[ i ] buttons. 

Notice! 1) When you enter the Test mode, internal memory will be 
initialized 

So please make backup data before working. 

2) Please turn the power off after working, because 'SOUND 
TEST makes JV-1080 generate no sounds transitorily. 



©xA 

(1) LCD(r[fig.l];«5^^$^-CV>§i; t. [8/16]7fi A A 
[VALUE] 

(2) xA F^lS(t5i:Si&&5(rlJiai#x- A;4*‘cr- F^ti^o 



©^xA hJSg(DaCJ^ 

( 1 ) wMtLx. vimmk ttzit “ ok ” 

(2) [t ]d^'A ><h[i]d^'A>4r#L*355^ [PREVIEW] 

1) xA h^- F{^A<5i:T > U-^l/JWfbL 

t-fc 

2) -y-AA FxA b i:, ■fU'fX-VizLtzttK^ 



1 . Memory Test /.X -=E U -- x X h 
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2. LCD&Encoder Test /LCD&I > □ — x ^ h 




JV-1080 
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table 1 1st [PREVIEW] 1 [VALUE] [ [EFFECTS] 



[PALETTE] 


[DEC] 


[SHIFT] 


[PARAMETER] 


[INC] 


[EXIT] 


[1-8/9-16] 


[f] 


[ENTER] 


[1/9] 


[-] 


[USER/CARD] 


[2/10] 


[-] 


[PRESET] 


[3/11] 


[i] 


[EXP] 


[4/12] 


[PERFORM] 


[A] 


[5/13] 


[PATCH] 


[B] 


[6/14] 


[RHYTHM] 


[C] 


[7/15] 


[SYSTEM] 


[D] 


[8/16] 


[UTILITY] 





When you press [VALUE] knob, LED “MIDI MESSAGE” goes off. 
[VALUE] “MIDI MESSAGE” OLED;55y^0--f § ^ 
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JV-1080 



4. Card Test ft) — KxX h 



5. MIDI Test /MIDI xX h 



Set DATA Card (protect on, with battery), 
PCM Card. (4 EXP boards are set in advance.) 
DATACard(7°P^^ y x 'j ). 

PCM Card At^o 

EXP^^- nTl'-5o 



Test mode program shows “OK” on right edge of LCD 
and automatically returns to the initial display. 
LCDO^^tL “OK” 



Please set following / T p£ 7) j;' 9 iz-tr'y h LTT^t 
EXP-A : SR-JV80-01 (POP) 

EXP-B : SR-JV80-02 (Orchestra) 

EXP-C : SR-JV80-03 (Piano) 

EXP-D : SR-JV80-04 (Vintage Synth) 



Connect between MIDI checker and MIDI-THRU 
using MIDI cable. 

MIDI A I MIDI-THRU ^ MIDI>!r- 5 o 




•TU-l 


080 Can: 


j — 


PflM pru bat 


PCM 


EXP 








OH HI 


OK 


OK 



Press [5/13] button. Fig. 5 appears on LCD. 
[5/1 fig.5 ifmfF ^ ti -5 c 



JU-1080 


MIDI Test 




P 1 e-dse 


Disconnect MIDI 


WHITING 



[fig-3] 



[fig.5] 



Check: CN501 ,502,503,504 on EXB, IC501 ,502 on EXB, 
FPC(MB-EXB) (NG at EXP) 

FPC(MB-EXB), FPC(EXB-PCB) (NG at PCM Card) 
IC25 on MB, FPC(MB-DCB) (NG at DATA Card) 



Replace DATA Card with another one. 
(protect off, without battery) 

DATA Card 7°Px7h:t7. 




.JU-1080 C.ard Test Rfifi pro bat PCM EKP 
OK OK OK OK OK 



[fig-4] 




JU-1080 MIDI Test 
P I e -3 s e D i s c o r n e c t M I D I 



::0HNECT 



[fig-6] 





1 




YES 








Check: IC25 on MB, FPC(MB-DCB) 




Check: Check IC14,34 on MB,W-2(MB-JB) 



YES 



Disconnect the MIDI cab 
MIDI IN(S /cfi OUT) 


efrom MIDI-IN (or OUT). 


\ 


1 


Test mode program shows “OK” on right edge of LCD 
and automatically returns to the initial display. 
LCDtz “OK” 
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6. Sound Test /tt' "j/ > Kt" X h 



Press [6/14] button, then press [VALUE] knob. 
Fig. 7 appears on LCD. 

[6/1 4] [VALUE] 

LCDtL fig. 7 



J U “1080 S 0 U H D T e s t 
Press CFi::iRTn-"!::PnRT6:! 



Message “ EFX Test OK” is displayed on LCD ? 
“EFXTestOK” 



Press [VALUE] knob 12 times and check each 
sound. 

[VALUE] $i20ffu. f 



Check; IC22,23,24 on MB 



W-1(PHB-JB),W-3(MB-PHB), IC2,4,6 on MB, 
IC1,2onPHB (NG at MIX OUT) 

IC3,5,7 on MB, W-2(MB-JB) (NG at OUTPUT1) 
IC10,12,13 on MB, W-2(MB-JB) (NG at OUTPUT2) 



The following 6 sounds are issued 2 times. 

(You can press [l/9]-[6/14] buttons to check each output ch.) 

6 2 lUflW ^ o 

( [i/9]-[6/i4] 



times (button) 

lst/7th ([1/9]) 
2nd/8th ([2/10]) 
3rd/9th ([3/11]) 
4th/10th([4/12]) 
5th/llth([5/13]) 
6th/12th([6/14]) 



output ch.(wave) 

MIX OUT L(sinusoidal wave) 
MIX OUT R(sinusoidal wave) 
OUTPUTl L(square wave) 
OUTPUTl R(square wave) 
OUTPUT2 L(sawtooth wave) 
OUTPUT2 R(sawtooth wave) 



Press [VALUE] knob. 
Does fig. 8 appear on LCD ? 
[VALUE]oS*^^f1-o 
fig. 8 *’“'111® $ ti -S ? 



..JU--1080 
Press CUl 


0OUHD Test 

ILUEII INC”Del.ay:?? DEC-l 


UFC? 
5e 1 -By 2 


/ 


Note 


: ?? is numeric. 
: ?? 


[fig-8] 





Check; IC22 on MB 



appears on LCD. Press [VALUE] knob. 
LCDIL [VALUE] o 



Press [VALUE] knob to return to the initial display 
[VALUE] 



7. Initialize H — v 



Press [8/16] button, then press [VALUE] knob. 
[8/16] [VALUE] -To 




Test mode program loads “Factory Data” 
and exits Test mode. 

Then JV-1080 becomes “PERFORM PLAY Mode” .(fig. 9) 
U "b 7 P w — K ^ tlx P ^ — K -So 




PERFORII 

PLHV 



J S E F? 10 1 i e k n o L. o o p 



part” 1 
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BLOCK DIAGRAM 



} 






PHONES 

BOARD 



PHONE 



MIX L 
D MIX R 
0 OUT] L 
D OUTl R 
D 0UT2 L 
0UT2 R 




WAVE A : UPD23C16000JGX-391 
WAVE B : UPD23C16000JGX-392 
WAVE C : UPD23C16000JGX-393 
WAVE D : UPD23C1 6000JGX-394 

PRG. ROM :TMS27C040X2 
or LH53880S 



A. B, means Address Bus 
D, B, means Data Bus 



AC IN 
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1 ] MAIN BOARD 

ASSY 70451212 
(PWB 00453001) 



- I note I 

Replacement MAIN ASSY does not include the Lithium Battery. 

Because lithium battery does not use for the back-up of factory presets. Order 
the proper lithium battery separately if necessary. 

MAINASSY±iI^tf 'J ^ 'i? A Uti (i . XJidiW® x- ^ 

MAINASSY^^-i^^-LTfe 
A SM ^ tit t ^ ^ -d- ^ CD -e-am L T T ^ V ^ o 

00238990 Lithium Battery CR2032 210MAH/3V 










View from components side. 
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View from foil side. 







.Hiwhti.Hafi 

iigligili 






CnltHhi 






PaESHBKRRRrni 1 7 

< KXl-MIl lUlXlEX lf).l I 



» ■ < • ^ 



W?ifl H m I H 
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CIRCUIT DIAGRAM / IlliE§lll(MAIN) 



pi 




JV-1080 



20 
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PANEL BOARD 

ASSY 70451189 
(PWB 004552612) 




















JACK BOARD 
ASSY 70454345 
(PWB 00565756) 



PANEL BOARD 

ASSY 70451189 
(PWB 00452612) 



l«80.'>HOt4ES^BORf1D - PS3Y 



View from components side. 



ENCODER BOARD PHONES BOARD 
ASSY 70451 1 89 ASSY 70453645 

(PWB 00456401 ) (PWB 00456390) 
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CIRCUIT DIAGRAM / IIISSIII(PANLE) 




JACK BOARD 




PHONES BOARD 






EXP BASE BOARD 

ASSY 70451245 
(PWB 00456289) 



JV-1080 
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View from components side. 
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CIRCUIT DIAGRAM / loliESIl(EXP BASE) 



To MB CN1 1 



25 


DGND 


24 


WADO 


23 


WADI 


22 


WAD2 


21 


WAD3 


20 


WAD4 


19 


WADS 


18 


WAD6 


17 


WAD7 


16 


WADS 


15 


WAD9 


14 


WAD10 


13 


WADI 1 


12 


WAD12 


1 1 


WAD13 


TO 


W A D 1 «4 


9 


WAD15 


a 


WAD16 


7 


WAD17 


6 


WAD18 


5 


WAD19 


4 


WAD20 


3 


WAD21 


2 


WAD22 


1 


WHD 



52045-2510 



21 


SENS1 




20 


SENS2 




19 


SENS3 




18 


SENS4 




17 


SENS5 




16 


EXCSO 




15 


EXCS1 




14 


EXCS2 




13 


EXCS3 




12 


EXCS4 




1 1 


WDO 




10 


WD1 


\ 


9 


WD2 


\ 


■ a 


WD3 


\ 


7 


WD4 


\ 


6 


WD5 


\ 


5 


WD6 


\ 


4 


WD7 


\ 


3 


DGND 


\ 


2 


D5V / 




1 


D5V 1 






52044-21 10 





1C139 
.9 17 

: :iO 16 
: ^1 1 15 

:::i2 14 



IC502A 74HC139 



XWCS7 

XWCS6 

XWCS5 

XWCS4 



WAD20 


21 


/ WAD19 


22 


X WAD14 


37 


/ WADa 


a 


/“ WADI 1 


9 


X WAD9 


10 


X" WAD10 


1 1 


X WAD12 


4 


X WAD7 


3 


X WAD13 


40 


X WADS 


39 


X WADS 


38 


X WAD15 


36 


X WAD16 


35 


X WAD17 


34 


/ WAD18 


33 


X WAD4 


28 


X WAD3 


27 


X WADO 


26 


WAD2 


25 


WADI 


7 



WD7 

WD6 
WD5 
-§5 WD4 

W02 

WD1 

WDO 



WA20 

WA19 

WAia 

5- WA17 

WA16 
WA15 
—L± WA14 

^ WA13 

WA12 
WA 1 1 
-If- WA10 
WA9 
WAS 
-U WA7 
WA6 
-o# WA5 
-If WA4 
WA3 
-II WA2 
WA1 
WAO 

5241 1-0402 



WD7 


6 


/ WD6 


5 


/ WD5 


32 


X W04 


31 


/ WD3 


30 


/ WD2 


29 


X WD1 


24 


X WDO 


23 



WAD20 

WAD19 

WAD14 

WADS 

WADI 1 

WAD9 

WAD10 

WA012 

WA07 

WAD13 

WADS 

WADS 

WAD15 

WAD16 

WAD 17 

WADie 

WAD4 

WAD3 

WADQ 

WAD2 

WADI 



XWCS7 
-f# XWCSB 
-4f XWCS5 
XWCS4 

— i WD7 
WD6 
WD5 

33 WD4 
-|§ WD3 
-ff WD2 
WD1 
WDO 

2 1 

WA20 
WA19 
WA18 
— § WA17 
WA16 
WA15 
WA14 
— I WA13 

WA1 1 
WA10 
WA9 
WAS 
■If WA7 
WAS 
WAS 
-If WA4 
-5^ WA3 
■II WA2 
WA1 
— - WAO 

5241 1-0402 
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71 lx a 
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IC 5(j)1A 74H C13^ XWOE 
—Mg Y3 b-i — ^ xwcs: 
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27 
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IC501 

74HC139 



IC502 
74HC 139 



WWWWWWWWCWWWWWWWWWWWWWWXWCWWXWWWWDv 
AAAAADAAAAAADAAAAADDAADCAAAD0AADD5S 
DDDDD7DD 1 DDD6DDDDD43DD 1 SD2DOEDD25VS 
11511 11 981 76111 40 2 1 23 

75 32 1 O 468 09 

= = '’2222222222333333 

12345678901 2345678901 234567890 1 2345 



12345 6-7 891 1 1 1 1 1 1 1 1 12222222222333333 
01234567890123456789012345 

CN507 ~ 

52044-3510 ToPCBCNSIO 
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POWER SUPPLY BOARD 



100V 

ASSY 70451256 
(PWB 00452356) 
117V 

ASSY 70451334 
(PWB 00452356) 
230V /240V 
ASSY 70451378 
(PWB 00452356) 



note! 



NOTE 



Replacement PS&JP ASSY consists of the following PCBs 
ISI^llPS&JPASSYii. 

PS BOARD/JUMPER BOARD 



There are 3 versions of PS&JP ASSY. (lOOV, 117V and 230V/240V) 
Difference is only AC inlet. (See TABLE-A) 

PS SHEET ASSY ©lOOVttli. llTVttli. 230V/240Vf±^cDjiOli 

yuy (table-aM) 

TABLE-A AC inlet on PS&JP ASSY 



Number 



Version 



AC INLET 



IND810A/125V2PP0 



23425740 



PWI1818 10A/250V3P 
IND9 2.5A/250V2P 



230V/240V 



23425743 



PWB PS 00452356 00 



MADE IN JAPAN 



EAMX5 94V-0 



ASSY 70451256 00 



ASSY 70451334 00 



JV-1080 POWER SUPPLY BOARD 



230V 240V 



View from components side. 



1 


Y8 Y4 


Y2 


Y1 


2 


M8 M4 


M2 


Ml 


|DI6|D8|D4 


D2 


D1 
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JV-1080 



CIRCUIT DIAGRAM / Il]S§ll|(POWER SUPPLY) 





1 



Ik 




( 

II ■ 




JUMPER BOARD 



POWER SUPPLY BOARD 




( 



DATA CARD BOARD 




PCM CARD BOARD 




To MB CN8 



To MB CN5 
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CHANGE INFORMATION 



1 . Program ROM 

Program ROM is changed at 16th lot. EPROM is mounted from 1st to 15th 
lot, MASKROM is mounted from a main board in 16th lot. 

EPROM is not supplied for repair parts. Please order 8M MASK ROM or 
replace whole Main Board. 



[Serial #] ZG501 00 - ZG61 689 

TMS27C040-10JL 4M EPROM (Programmed) IC16onMB 
TMS27C040-10JL 4M EPROM (Programmed) IC19 on MB 
or UPD27C8000DZ-12 8M EPROM (Programmed) IC20 on MB 
See fig.lO, 11 

[Serial #]ZG61 690 - 

00678167 LH53880S 8M MASK ROM IC20 on MB 

See fig. 11 




1. yP^'^AROM 

7°n 4^"^ AROMcOf^fhpl^BP^iK 16n h @ t & 0 ^ -fo lo -y 

l'~ 15 D-y h-rdi. EPROM 16n-y 1 iiv 

A 7R0MT"to 

EPROM 7 

[Serial #] ZG501 00 - ZG61 689 

TMS27C040-10JL 4M EPROM (Programmed) IC16onMB 
TMS27C040-10JL 4M EPROM (Programmed) IC19onMB 
or UPD27C8000DZ-12 8M EPROM (Programmed) IC20onMB 
fig.lO, 11^#H^<7) Zi E o 

[Serial #]ZG61 690 - 

00678167 LH53880S 8M MASK ROM IC20onMB 

flg.ll t.o 




IC16 IC19 IC20 

[fig.10] [fig.11] 



2. CPU 

The following parts (OTPROM version) are used for early lots. You can 
replace this part with MASK CPU. 

[Serial #] ZG50100 - ZG50199 

HD6477034F20 Programmed ZTAT IC15 on MB 

(Ver. 1.00) 

[Serial #] ZG60200 -ZG731 99 

HD6477034F20 Programmed ZTAT IC15 on MB 

(Ver. 1.01) 



2. CPU 

CPUfifilUOp (UP^dAPROM) o Z<D 

pl^pnii V 7 Z pp <B ^ ^ 't' o 

[Serial #] ZG501 00 - ZG501 99 

HD6477034F20 Programmed ZTAT IC15 on MB 

(Ver. 1.00) 

[Serial #] ZG60200 -ZG73199 

HD6477034F20 Programmed ZTAT IC15 on MB 

(Ver. 1.01) 
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SERVICE NOTES 
ERRATA & SUPPLEMENT / 

JV- 108 Q 

P.13 Circuit Diagram for PANEL BOAKD, JACK BOARD, ENCODER BOARD, 
and PHONES BOARD. 

There are some mistakes in the Circuit Diagram for PANEL BOARD, 

JACK BOARD, ENCODER BOARD, and PHONES BOARD. 

The numbers for the pin connection are upside-down. 

Please change aU existing Service Notes referring to the attached correct 
circuit diagram. 

13 H PANEL BOARD, JACK BOARD, ENCODER BOARD, PHONES BOARD 

PANEL BOARD, JACK BOARD, ENCODER BOARD, PHONES BOARD 
®IS]S8ll+®-r^T® ^ L/Co 

gsTJ'®]E U '[alSSil tm LmTTS 1 L 



Issued by RJA 



■u— Hxy- hiE^S 

1996-05-09 

ER00159 





SERVICE NOTES 
ERRATA & SUPPLEMENT 



J V 



1 o s o 



1995-01-24 



There is an inversion in Service Notes for JV-1080. 

Please reverse the Parts Name and Parts Number for Encoder Knob and 
Volume Knob each other. (Refer to the following ) 

J V-- 1 0 8 0®-^ — t'xy — h ^ <D M aa^ K) t)^ ^ ^ t L/Co 

Volume{^{^ffi^n^Knob<l:s Value{c{^ffi^n^Knob© 
ch y-3 - L TT $ 

4o E) -e^o 

LOCATION OF CONTROLS/ 



Reverse 



[Front Panel] 



■fTno& ” 1 Display Cover 

(S R-konb L BLK) j (00452934) 

(22480321) J LCD 

Vorume" (00452978) 

RK0971214 I 

(00452634) 



iKnob I Keylop 

1(M R-knob MF BLK) I F S KEYTOP SD1H BLK 

'[(2248^188) I (22495205) 

Encoder RK 097i0\A) LED (red) 

(13289196) SLR-305VC A47 

(15039247) 

Keyfop Card Escutch 

FS-KEYTOPSX1HBLK F C ESCT M 

(22495206) (22225374) 



lo Rolanp SUPER JV moducc jv-iobo 4 xeXPANS/ON 



V\ DJ 1 iVSTlM uT«.*Tf 

V rr=nir^ 



nt^n I . CUD 

_ luZD ^ 

cim , iczD 
czni 




P.2 EXPLODED VIEW 






WRONG m 

@KN0B(S R-KNOB L BLK: 



CORRECT iE 



22480321 



®KN0B{M R-KNOB MF BLK) 



22485188 



WRONG m 

@KN0B(M R-KNOB MF BLK: 



22485188 



CORRECT IE 



©KN0B(S R-KNOB L BLK) 2 2480321 



PARTS LIST 



yN°_ 7 Ij X h 



KNOB. BUTT0N/77^//y 



22485188 M R-KNOB MF BLK 
22480321 S R-KNOB L BLK 



ENCODER KNOB 
VOLUME KNOB 



VOLUME KNOB 
ENCODER KNOB 
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JV-1080 ER00159 

P.13 Circuit Diagram for PANEL BOARD, JACK BOARD, ENCODER BOARD, 
and PHONES BOARD. 

There are some mistakes in the Circuit Diagram for PANEL BOARD, 

JACK BOARD, ENCODER BOARD, and PHONES BOARD. 

The numbers for the pin connection are upside-down. 

Please change all existing Service Notes referring to the attached correct 
circuit diagram. 

13 n PANEL BOARD, JACK BOARD, ENCODER BOARD, PHONES BOARD 

mss 

PANEL BOARD, JACK BOARD, ENCODER BOARD, PPIONES BOARD 
©|0]S5ilrfi®'t-KX® ^ 5^ -® h° L/Co 

^#® SE. U 'llg§0 b^xTT $ E \ 





